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Seven of the 52 series of drifters have been launched 
at the Neptun yard of which four have been fitted 

out and taken over. Four more are ready for 
launching. It is doubtful whether the full program 
will be comoleted in the alloted time. Proparations 
for the laying of the keel of the 2,000 ton freighter 
are complete ana the keol will be laid shortly » The 
launching date is set for mid-June. 


For several weeks the Soviet tanker A 119, of 1,500 
tons, has been in the yard, undergoing general overhaule 
he after scetion of the fleet tender 7. WCPHALE INL 

tas been taken apat and her main engines have been 
removedie She is to be reconstructcd. 


A nev motor installation is to be built for the marine 
railway. ‘the cable-ship has been completed and taken 
OVE o 


In the nev collective, wages have gone coun more than 
50 pfrennis an hour and the workers are taking it very 
badly. 


the former jurhaus at Jarnemuende has become a construction 
office for the Vereinigung Volksceligener Werften (VVis} 
shipping truste 


The SOVINTSKI SOYUZ from the Warnemuende yard has run 
her trials. 
The boat yard at Gehlsdorf has completed two fireboats and 


turned them over to the fire polices They are the first 
iron-pullt craft produced by this yarde 
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